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AeeieeiMG  department 

ROOM  301,  CITY  HALL 
BOSTON,  MASS.  02201 

TELEPHONE;  725-4287 

HOURS:  9:00   AM  TO  5:00  PM 

EXTENDED  HOURS  ON  DECEMBER  16th  AND  DECEMBER  19th  thru  22nd 

9:00  A.M.  to  6:00  P.M. 


The  Assessing  Information  Center  is  located  on  the  third  floor,  Ro 
301,  City  Hall.  Enter  on  the  Cambridge  Street,  side  (Governm 
Center  Plaza)  and  follow  signs. 
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Public  Transportation' 

Green  and  Blue  Lines'  Exit,  at  Government.  Center  -  walk 
across  plaza  to  City  Hall, 

Orange  Line:  Exit,  at  Haymarket  Station  -  Cross  Congress  Str 

to  City  Hall. 


Telephone  725-4287  for  further  information  or  directions 


